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GUARDED 
UNIVERSAL 
POTENTIOMETER 

A high precision general purpose 
instrument for fast precise meas¬ 
urements. 



PORTABLE 

PRECISION 

POTENTIOMETERS 

Versatile, portable 
laboratory standards 
with volt and 
temperature 
calibration. 


COMPACT 

PORTABLE 

POTENTIOMETERS 


A complete line of 
precision instruments 
with millivolt, volt, or 
temperature calibration. 
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complete data and 
prices on the 
instruments which 
interest you 



Use it to secure this 
information quickly and 
without obligation. 

We always welcome your 
correspondence and 
inquiries. 
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SIX-DIAL GUARDED POTENTIOMETER 

For the most exacting requirements — precise 
measurements and comparisons of d-c EMF's in 
research and development laboratories. 



PORTABLE WHEATSTONE 
BRIDGE TEST SET 

—for measuring resis¬ 
tance and locating faults 
by Murray, Varley, Hil- 
borne and other loop 
tests. 
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PORTABLE KELVIN BRIDGE 

—with spotlight galvanometer 



MUELLER BRIDGE 

—for Precision Measurements 
in Resistance Thermometry 



CALIBRATION RESISTANCE 
STANDARD 

A high-precision decade resistance 
box with over 100-million steps of 
resistance—digital read-out. 
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without obligation. 

We always welcome your 
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DESCRIPTION 

Resistance Standards 
Resistance Boxes 
Calibration Resistance Standard 
Laboratory Type Wheatstone Bridges 
Portable Wheatstone Bridges and Test Sets 
Mueller Bridges 
Kelvin Bridges 
6-Dial Universal Ratio Set 
Kelvin-Wheatstone Ratio Set 
6-Dial Guarded Potentiometer 
Guarded Universal Potentiometer 
Precision Potentiometric Measurement System 
Slidewire & Student Potentiometers 
Portable Potentiometers 
Compact Portable Potentiometers 
Run-Up Box 

Volt Boxes and Shunt Boxes 
Precision Voltage Dividers 
Constant Temperature Enclosure 
Blasting Galvanometer 
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PLEASE PRINT 



NAME 

TITLE 



COMPANY 

STREET 

CITY 

STATE 

ZIP 




I I fo He 04 t <mci mailing li&t fo receive ^icCcCCe *}«t4trcement Ttecvt? 


Printed in U.S.A. 


19CLP 7-66 150 W 






NATIONAL 
BUREAU OF 
STANDARDS 
TYPE 

RESISTORS 


VARIABLE LOW RESISTANCE 
STANDARD AND RESISTANCE BOX 


A-C & D-C RESISTANCE BOXES 

4, 5, & 6 dials 


REICHSANSTALT 

TYPE 

RESISTOR 




CONSTANT TEMPERATURE 
ENCLOSURE 

A portable air bath designed 
for five saturated standard 
cells available for bench top 
use or rack mounting. 
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PORTABLE KELVIN BRIDGE 

—with spotlight galvanometer 
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This CHECK LIST 
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Literature 

. is for 
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complete data and 
prices on the 
instruments which 



MUELLER BRIDGE 

—for Precision Measurements 
in Resistance Thermometry 



CALIBRATION RESISTANCE 
STANDARD 

A high-precision decade resistance 
box with over 100-million steps of 
resistance—digital read-out. 
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